AMENDMENT NO. 2 NOVEMBER 2017 
TO 
IS 4707 (PART 2) : 2017 CLASSIFICATION OF COSMETIC 
RAW MATERIALS AND ADJUNCTS 


PART 2 LIST OF RAW MATERIALS GENERALLY NOT 
RECOGNIZED AS SAFE FOR USE IN COSMETICS 


(Fourth Revision) 


[Page 2, Annex A, SI No. 1372 (see also Amendment No. 1)| — Insert the 
following at the end: 


‘1373. Plastic microbeads: 5 mm or less, water insoluble, solid plastic particle 
used to exfoliate or cleanse in rinse-off personal care products.’ 


NOTE — For definition of plastic see IS 2828/ISO 472. 
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